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Ø3.32 
Ø2.615 A 
05 X 45° D3.146 


MIN UNDERCUT 
2X .03 X 45° 


NOTE: 
REF. AIRBUS T/N: 1X56-136-428. 
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UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 
XXX + .005 FRACTIONS + 1/8 
Xx Eo ANGLES +.5° 
xX E1 SURFACES = 123/ 
1. BREAK ALL SHARP EDGES 
1015 x 45° OR .015R 
2. DIMENSIONAL LIMITS APPLY 
AFTER PLATING 
3. INTERPRET DIM AND TOL PER 


MED KNURL 
U ENGRAVE T/N, S/N, 
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